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16 

ORIGIN EBO-05 

INEO OCT-OI AE-08 ISO-00 SY-05 /0I9R 

DRAETED BY A/FBO:THVEA:JAP 
APPROVED BY A/EBO:WEMCCOLLOUGH 
A/SY/T:DGEISCHER (SUBS) 

1 15947 

R230I0IZ JUL 76 
EM SECSTATE WASHDC 
TO AMEMBASSY DAKAR 
INEO AMEMBASSY ABIDJAN 

CONEIDENTIAL STATE I820I3 

DAKAR EOR EBO PROJECT SUPERVISOR, ABIDJAN FOR RSO & RTC 
E.O. 1 1652: GDS 
TAGS: ABED, ASEC 

SUBJ: NEW OB, PROPERTY NO. 09522, ACR PAREN ROOM 
PREPARATION 

REF: (A) ABIDJAN 4795, (B) STATE 135059, (C) DAKAR 3527 

1 . IN LIEU OE PARENT ROOM PREPARATION REQUESTED IN REE A, 

THE EOLLOWING HAS BEEN DISCUSSED WITH A/SY/T AND SHOULD BE 
CONSIDERED DEEINITIVE EOR ROOM 309 PREPARATION (BASICALLY 
THE SAME AS THE PREPARATION DISCUSSED BETWEEN KAAR AND VEA 
DURING THE EORMER'S RECENT CONSULTATION WITH EBO): 

A. WALLS AND CEILING SHALL BE LEFT WITH ROUGH CONCRETE 
AND/OR PLASTER EINISH. 

B. ELOOR TILES SHOULD BE INSTALLED BUT NO CARPET. 

C. THE THREE ELUORESCENT LAMP FIXTURES (HOLDING SIX 40 WATT 
LAMPS PER EIXTURE) AND WALL SWITCH SHOULD BE INSTALLED AS 
ORIGINALLY PLANNED BUT THE INCANDESCENT FIXTURES SHOULD NOT. 
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LAMP SHOULD BE INSTALLED WITH OUTLET(S) THRU WHICH SY 
SUPPLIED FLUORESCENT FIXTURES (FOR THE ACR) AND THE ILG 

SOUND SOURCE CAN BE OPERATED. 

D. TRAVERSE ROD AND DRAPES SHALL BE INSTALLED FOR WINDOW 
AREA. 

E. DRAPE HOLDERS WILL BE INSTALLED IN CEILING BEYOND 
PARENT ROOM ENTRANCE DOOR (I.E., FROM ROOM 308) SO THAT 
DRAPES MAY BE INSTALLED TO OBSCURE VIEW OF ACR BY VISITORS 
IN ROOM 308 WHEN PARENT ROOM DOOR IS OPEN. 

F. TWO FOOT SQUARE SHELVES WILL BE INSTALLED ON DIAGONAL 
CORNERS OF PARENT ROOM (TO BE UTILIZED TO HOLD ILG SOUND 
SOURCE); SUGGEST THEY BE AT LEAST THREE FEET ABOVE FLOOR 
LEVEL. 

2. FAN COIL SYSTEM WILL BE UTILIZED TO PROVIDE COOLED AIR 
FOR ACR. ADVISE WHETHER POSSIBLE TO PROVIDE TRANSITION 
DUCT TO 12 INCH DIAMETER FLEX DUCT ON OUTPUT OF BOTH FAN 
COIL UNITS (FAN COIL AIR INTAKE NEEDS NO SPECIAL TRANSI- 
TION DUCT). 

3. REQUEST YOU ADD WALL SWITCH IN ROOM 308 THAT WILL 
CONTROL TWO INCANDESCENT BULB OUTLETS IN CEILING OF 
PARENT ROOM. BULBS WILL BE SUPPLIED WITH FLASHER; PURPOSE 
OF SYSTEM IS TO PERMIT SIGNALING OF PERSONS UTILIZING ACR 
THAT SOMEONE OUTSIDE WISHES TO COMMUNICATE WITH THEM. 
BULB OUTLETS SHOULD BE PROVIDED TO RIGHT AND LEFT OF 
FLUORESCENT FIXTURES (ITEM C) IN MIDDLE OF ROOM. SY WILL 
ACQUIRE FLASHER UNITS FOR BULB OUTLETS. ROBINSON 
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